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Mr.  Chairman,  Ladie.s  and  Gentlemen, 

I have  the  honour  to  present  to  you  the  Annual  Report  for  1925  on 
the  health  and  sanitary  condition  of  the  district. 

On  the  instruction  of  the  Ministry  of  Health,  the  Report  this  year 
is  to  be  a Survey  Report,  and  I should  like  here  to  express  my  thanks  to 
your  Sanitary  Inspector  for  his  assistance  in  the  matter. 


Natural  and  Social  Conditions. 

The  total  area  of  the  district  is  97,045  acres,  the  population  8,350  in 
1921,  and  the  estimated  population  8,103.  The  number  of  inhabited 
houses  (1921)  was  1,560.  The  rateable  value  is  £89,121,  and  the  sum 
represented  by  a penny  rate  £271.  The  soil  is  almost  everywhere  of  a 
sandy  and  porous  nature,  and  is  fairly  fertile.  The  surface  is  more  or 
less  undulating,  and  very  seldom  flat. 

The  chief  occupation  of  the  inhabitants  is  agricultural,  with  the 
exception  that  in  Farlam  Parish  a number  of  men  are  employed  in  coal- 
mining and  also  in  quarrying.  Apart  from  occasional  accidents  the 
occupationfs  are  all  of  a hea'thy  nature. 

Vital  Statistics. 

Death  Rate. 

In  general  the  health  of  the  District  has  been  good,  the  total 
number  of  deaths  from  all  causes  being  111,  giving  a death  rate  of  13'6 
per  1,000,  compared  with  15-3  in  the  previous  year.  Of  the  deaths 
Cancer  was  the  cause  of  the  greatest  number,  being  responsible  for  17  ; 
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Heart  disease  accounting  for  15  ; Apoplexy  for  13  ; and  Influenza  with 
complications  for  10.  Notifiable  diseases  caused  18  deaths,  including  3 
from  Diphtheria  and  7 from  Pneumonia.  Deaths  in  children  under 
1 year  numbered  only  4,  giving  a rate  of  26  per  1,000  births,  as  compared 
with  a rate  of  75  last  year — a very  great  improvement. 

Birth  Rate. 

The  total  number  of  births  registered  was  149,  being  78  males  and 
71  females,  and  exceeds  the  number  of  deaths  by  38.  This  is  equal  to 
an  annual  birth  rate  of  18'5  per  1,000,  as  compared  \vith  19’6  last  year. 
Of  the  births  12  were  illegitimate,  giving  a rate  of  78  per  1,000  births, 
against  a rate  of  94  in  the  previous  year. 

The  amount  of  Poor  Law  relief  for  the  year  was  £687  13s.  lid. 


General  Provision  of  Health  Services  in  the  Area. 

Hospitals. 

There  are  none  provided  or  subsidized  by  the  Local  Authority  or 
by  the  County  Council  in  the  area.  There  is  no  Institutional  Provision 
for  unmarried  mothers,  illegitimate  infants,  and  homeless  children  in  the 
area. 

Ambulance  Facilities. 

For  the  removal  of  infectious  cases  to  Longtown  Isolation  Hospital 
an  Ambulance  is  available  in  that  town.  For  non-infectious  cases  and 
accidents  there  is  no  Ambulance  to  be  obtained. 

There  are  no  Clinics  and  Treatment  Centres. 

Public  Health  Officers  consist  of  one  part  time  M.O.H.  and 
one  part-time  Sanitary  Inspector. 

Professional  Nursing  in  tbe  borne  of  general  cases  is  carried 
out  by  district  nurses — 5 parishes  having  one  each.  The  Nursing  in  no 
case  is  provided  by  the  Local  Authority.  For  infectious  cases  there  is 
no  professional  nursing. 

Midwives. 

There  are  none  employed  or  subsidized  by  the  Local  Authority. 
The  district  nurses  working  under  the  Nursing  Associations  are  all 
certified  midwives. 

Clinical  Work. 

Any  required,  such  as  water  analysis,  is  done  by  the  County  Analyst. 
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Sanitary  Circumstances  of  the  Area. 

Water  Supply. 

The  Brampton  District  Waterworks,  the  two  reservoirs  of  which 
are  filled,  under  agreement,  by  the  Carlisle  Corporation  from  their  water- 
works situated  within  the  district,  supply  the  parishes  of  Brampton 
(in  part),  Castle  Carrock,  Hayton  and  Irthington.  The  mains  are 
sufficient  to  cover  the  needs  of  all  but  a few  isolated  farms,  and  the 
quantity  available  under  the  agreement  is  much  in  excess  of  present 
requirements.  Most  of  the  cottage  property  is  supplied  by  stand  pipes, 
and  this  also  applies  to  all  the  Gravitation  Schemes  in  the  district. 

The  source  of  the  District  Waterworks  supply  is  the  Gelt  springs, 
well  removed  from  all  sources  of  contamination. 


Brampton  Town  Supply. 

The  works  consist  of  a collecting  chamber  from  springs,  service 
reservoir,  and  mains  which  serve  most  of  the  town  of  Brampton  Its 
supply  is  limited,  but  is  augmented  from  the  District  Waterworks  when- 
ever necessary. 


Farlam  Waterworks. 

This  supply  covers  the  parish,  the  source  being  two  springs  high  up 
on  the  Pennine  Range.  The  mains  are  reduced  in  area  by  reason  of  iron 
encrustation,  which  has  caused  the  supply  in  high  districts  to  be  limited, 
though  still  sufficient.  The  question  of  scraping  the  mains,  which  are 
otherwise  in  good  condition,  has  the  Council’s  attention. 


Midgeholme  Water.  , 

This  supply  comes  from  a spring  high  on  the  hillside,  and  supplies 
the  parish  of  Midgeholme.  Although  the  scheme  is  an  old  one,  the 
mains  and  storage  tank  are  in  good  condition. 


Walton  Parish  Supply. 

The  village  of  Walton  has  its  supply  from  shallow  wells,  which 
must  be  regarded  with  suspicion.  Other  portions  of  the  area  consist  of 
isolated  farms  and  cottages,  which  are  supplied  by  wells  and  springs 
which  are  generally  satisfactory. 

Cumwhitton  Parish. 

The  parish  of  Cumwhitton  is  supplied  through  mains  from  a spring 
which,  although  of  good  quality,  is  not  sufficiently  high  to  cover  the 
higher  parts  of  the  parish.  The  water  is  carried  from  public  taps. 
Other  portions  of  the  district  are  supplied  by  wells  and  springs,  which 
are  generally  inadequate,  and  involve  carrying  the  water  a considerable 
distance.  A small  gravitation  supply  is  laid  on  for  the  village  of 
Hornsby,  also  a similar  one  for  Hornsbygate.  1 he  proposed  supply  to 
be  carried  out  will  cover  the  areas  supplied  by  the  above-mentioned 
small  schemes,  and  also  the  badly-watered  portions  of  the  parish. 
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Nether  Denton  Water. 

This  parish  comprises  isolated  farms  and  homesteads,  with  the 
exception  of  the  village  of  Low  Row,  which  is  watered  by  a private 
supply  vested  in  a Dairy  Company  which  owns  the  surrounding  property. 

Denton  Upper  Parish  Supply. 

The  village  of  Denton  is  supplied  by  gravitation  from  a spring  on 
the  hillside  of  suitable  quality.  The  farms  and  cottages  in  other  parts 
of  the  parish  have  private  supplies. 


Parishes  of  Askerton,  Burtholme,  Carlatton,  Cumrew, 
Geltsdale,  Kingwater  and  Waterhead. 

These  parishes  are  purely  agricultural,  consisting  chiefly  of  high 
hill  land  where  contamination  of  water  supply  is  remote.  Springs  and 
wells  are  the  sources  of  supply.  There  is  no  reason  to  complain  that  in 
any  scheme  the  water  supply  through  pipes  has  any  action  on  lead  which 
would  cause  contamination. 


Rivers  and  Streams. 

There  is  no  apparent  pollution  of  the  streams  in  the  district.  The 
discharge,  however,  of  sewage  matter,  in  some  places  which  have  only 
tank  treatment,  must  prejudice  their  purity,  although  the  degree  of 
dilution  is  large.  The  most  apparent  case  of  pollution  exists  in  the 
small  stream  running  through  the  village  of  Hayton,  where  the  volume 
of  water  is  small  compared  with  the  drainage  system.  As  far  as  possible 
where  new  drainage  is  installed,  for  existing  and  new  buildings,  the 
provision  of  tank  treatment,  followed  by  land  irrigation  or  discharge  into 
soakaways  (where  no  contamination  of  water  supply  is  likely),  is  insisted 
on. 


Drainage  and  Sewerage— Brampton  Town. 

A comprehensive  system  of  sewerage  exists,  the  sewage  being  well 
irrigated  on  gently  sloping  land  after  sufficient  tank  treatment. 


Little  Corby,  Gilsland,  Upper  Denton,  Newby,  Walton, 
Talkin,  Hallbankgate,  Midgeholme  and  Heads  Nook. 

These  parishes  are  served  wholly  or  in  part  by  sewers  provided  by 
the  Local  Authority.  They  have  tank  treatment  only,  or  in  the 
alternative  are  discharged  over  land. 

Castle  Carrock  Sewerage. 

A scheme  of  sewerage  and  sewage  disposal,  which  has  been  before 
the  Council  for  a number  of  years,  will  be  completed  for  the  village  of 
Castle  Carrock  in  1926, 
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Hayton  Sewerage  and  Sewage  Disposal. 

A scheme  of  sewerage,  with  outfall  works,  has  been  prepared,  but 
has  been  held  up  owing  to  financial  circumstances.  It  is  hoped  that  a 
grant  from  the  Unemployment  Grants  Committee  may  become  available 
owing  to  unemployment  through  the  closing  down  of  mines  in  the 
district. 


Closet  Accommodation. 

With  one  exception,  the  whole  of  the  Brampton  Town  area  served 
by  sewers  is  provided  with  water  closets.  In  other  parts  of  the  district 
the  pail  closet  is  in  general  use,  even  in  the  areas  where  sewers  exist. 
Privies  are  few,  and  only  exist  in  places  where  there  is  no  garden  available 
for  the  disposal  of  excreta  by  burying.  The  Council  have  had  under 
consideration  the  shortage  of  this  accommodation,  particularly  in 
Brampton,  and  are  taking  steps  to  secure  the  provision  of  at  least 
i closet  for  2 houses,  where  same  can  be  conveniently  shared. 


Scavenging. 

The  only  branch  of  this  work  undertaken  by  the  Local  Authority,  is 
the  removal  of  household  refuse.  Privies  and  ashpits  contents  are 
disposed  of  by  the  owners,  generally  on  farm  land.  Cesspools,  except 
those  serving  farm  yards,  requiring  periodical  emptying,  do  not  exist. 

The  Local  Authority  removes  household  refuse  from  bins  in  Brampton, 
Hayton,  Little  Corby,  Corby  Hill  and  Castle  Carrock.  at  regular  intei  vais. 
In  addition,  refuse  tips  are  provided  at  Talkin,  Walton  and  Irthington, 
for  the  use  of  inhabitants  who  make  their  own  arrangements  for  removal. 
Covered  receptacles  for  the  removal  of  household  refuse  are  not  insisted  on. 

The  Brampton  refuse  tip  harbours  hundreds  of  rats,  and  in  tl)e 
Summer  time  millions  of  flies.  These  pests  invade  nei^ihbouring  farms  and 
dwelling-houses,  carrying  dirt  and  possibly  disease  wherever  they  go,  and 
ought  to  be  destroyed.  This  could  be  accomplished  by  using  poison  gas 
for  the  rats,  and  spraying  the  tip  at  intervals  with  a solution  of  treacle 
containing  a small  percentage  of  arsenic  to  exterminate  the  flies. 


Smoke  Abatement. 

There  is  no  nuisance  in  the  district  arising  from  smoke. 


Schools. 

The  sanitary  condition  and  water  supply  of  schools  are  generally 
good,  although  it  has  been  necessary  to  investigate  the  suit  bility  of  the 
water  supply  at  Lees  Hill  School,  which  was  favourably  reported  on. 
Attention  has  also  been  given  to  Midgeholme  School  closet  accommoda- 
tion, which  will  shortly  be  placed  on  a more  satisfactory  basis. 
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Housing^  Statistics  for  the  Year  1925. 


Number  of  new  houses  erected  during  the  year  : — 

(a)  Total  (including  numbers  given  separately  under  (6)  ) — 16. 

(b)  With  State  assistance  under  the  Housing  Acts  : 

(i)  By  the  Local  Authority — nil. 

(ii)  By  other  bodies  or  persons — 9. 

1.  Unfit  dwelling-houses. 

Inspection — 

(1)  Total  number  of  dwelling-houses  inspected  for  housing 

defects  (under  Public  Health  or  Housing  Acts) — 63. 

(2)  Number  of  dwelling-houses  which  were  inspected  and 
recorded  under  the  Housing  (Inspection  of  District) 
Regulations,  1910,  or  the  Housing  Consolidated 
Regulations,  1925 — nil. 

(3)  Number  of  dwelling-houses  found  to  be  in  a state  so 
dangerous  or  injurious  to  health  as  to  be  unfit  for  human 
habitation— 1. 

(4)  Number  of  dwelling-houses  (exclusive  of  those  referred 
to  under  the  preceding  sub-head)  found  not  to  be  in  all 
respects  reasonably  fit  for  human  habitation — 23. 

2.  Remedy  of  defects  without  Service  of  formal  Notices. 

Number  of  defective  dwelling-houses  rendered  fit  in  consequence 
of  informal  action  by  the  Local  Authority  or  their  officers — 12. 

3.  Action  under  Statutory  Powers. 

A.  — Proceedings  under  section  3 of  the  Housing  Act,  1925. 

(1)  Number  of  dwelling-houses  in  respect  of  which  notices 
were  served  requiring  repairs — 2. 

(2)  Number  of  dwelling-houses  which  were  rendered  fit  after 
service  of  formal  notices  : — 

(fl)  By  owners — 1. 

{h)  By  Local  Authority  in  default  of  owners — 1. 

(3)  Number  of  dwelling-houses  in  respect  of  which  Closing 
Orders  became  operative  in  pursuance  of  declarations 
by  owners  of  intention  to  close — nil. 

B.  — Proceedings  under  Public  Health  Acts. 

(1)  Number  of  dwelling-houses  in  respect  of  which  notices 
were  served  requiring  defects  to  be  remedied — 1. 

(2)  Number  of  dwelling-houses  in  which  defects  were 
remedied  after  service  of  formal  notices: — 

{a)  By  owners — nil. 

[b)  By  Local  Authority  in  default  of  owners — nil. 
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C. — Proceedings  under  sections  11,  14,  and  15  of  the  Housing  Act, 
1925. 

(1)  Number  of  representations  made  with  a view  to  the 
making  of  Closing  Orders — 1. 

(2)  Number  of  dwelling-houses  in  respect  of  which  Closing 
Orders  were  made — nil. 

(3)  Number  of  dwelling-houses  in  respect  of  which  Closing 
Order.s  were  determined,  the  dwelling-houses  having 
been  rendered  fit — nil. 

(4)  Number  of  dwelling-houses  in  respect  of  which  Demoli- 
tion Orders  were  made — nil. 

(5)  Number  of  dwelling-houses  demolished  in  pursuance  of 

Demolition  Orders — nil. 

Housing. 

Generally  speaking,  there  is  no  marked  shortage  of  accommodation  in 
the  district.  In  the  parishes  of  Farlam  and  Midgeho'me,  now  under 
industrial  depression  cfue  to  mining,  there  are  some  houses  vacant.  In 
the  agricultural  areas  the.a»iilable  accommodation  is  practically  sufficient 
in  consideration  of  labour  needs.  In  the  town  of  Brampton  there  is  a large 
demand  for  the  small  type  of  house,  comprising  2 to  3 rooms,  which 
exceeds  the  supply.  An  amount  of  relief  has  been  secured  by  the  provision 
of  some  cottages  built  by  private  enterprise  under  the  Housing,  etc..  Act, 
1923,  and  let  to  occupiers. 


Overcrowding. 

A few  cases  of  overcrowding  are  apparent,  almost  entirely  in  poor 
families  where  the  extra  rent  involved  by  larger  premises  is  a consideration. 
No  action  has  been  taken  in  these  cases,  as  it  is  considered  that  the 
inability  of  the  tenants  to  afford  more  commodious  houses  is  very  real. 


Fitness  of  Houses. 

The  majority  of  the  dwellings  in  the  Rural  District  are  old,  built  of 
stone,  and  without  the  modern  dampcourse.  Many  of  the  floors  are  of 
local  flagstone,  which  has  a good  resistance  to  dampness.  The  porous 
soil  generally  covering  the  district  ensures  good  drainage  and  is  very 
helpful,  though  in  the  winter  months  and  in  wet  periods  dampness  is 
caused  by  capillary  attraction.  Roof  repairs,  spouting,  ventilation  and 
sub-soil  drainage  are  given  special  attention  it)  the  type  of  house  above 
mentioned  as  the  best  means  of  counteracting  other  permanent  defects. 

A very  real  difficulty  in  effecting  repairs  has  been  the  shortage  of 
housing  operatives,  who  have  been  working  almost  entirely  upon  new 
buildings.  In  recent  years  it  has  also  been  found  that  the  high  cost  of 
repairs  has  rendered  the  owning  of  property  a doubtful  benefit.  In 
Brampton  Town  abuse  of  property  by  a certain  class  of  tenant  has  been 
observed. 
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General  Action  Taken. 

Most  of  the  repairs  effected  and  the  action  to  secure  same  have  been 
taken  under  the  Pul)lic  Health  Acts. 

As  no  inspector  under  the  Inspection  of  District  Order  was  designated 
by  the  Council  during  the  past  5 years,  the  compiling  of  the  Housing 
record  has  fallen  into  abeyance.  The  Council  has  had  this  matter  under 
consideration,  and  on  representation  by  the  Ministry  of  Health  have 
designated  the  Sanitary  Inspector  and  given  him  assistance  to  enable  him 
to  undertake  this  part  of  the  work.  In  a few  cases  repairs  have  been 
carried  out  by  the  Council  and  charged  against  the  owner,  but  this  entails 
additional  work  on  the  Inspector  and  is  avoided  wherever  practicable  by 
taking  action  under  Ihe  Public  Health  Acts.  The  application  by  tenants 
for  certificates  under  the  Increase  of  Rent  and  Mortgage  (Restrictions) 
Act,  and  the  granting  thereof,  has  been  effective  in  some  cases  in  securing 
repairs.  In  this  connection  it  should  be  noted  that  many  tenants  have 
concealed  defects,  being  fearful  of  an  increase  in  rent. 


Pro£(ress  during*  the  preceding  five  years. 

Housing. 

Six  houses  have  been  provided  by  the  Local  Authority,  being 
converted  from  the  Workhouse  Hospital.  Houses  built  under  the 
Housing  (Additional  Powers)  Act,  1919,  number  0.  Under  the 
Housing,  etc..  Act,  1923,  19  houses  were  completed  by  the  end  of  1925, 
5 of  which  were  of  the  parlour  type. 

Water  Supply. 

In  the  parish  of  Irthington.  extensions  to  the  District  Waterworks 
were  made,  involving  the  laying  of  2|  miles  of  new  water  mains  to  remedy 
the  shortage  in  a badly-watered  area  of  an  agricultural  nature.  Similar 
extensions  in  the  parish  of  Brampton  comprised  the  laying  of  2 miles  of 
mains,  the  source  of  supply  for  these  two  extensions  being  the  Carlisle 
District  Waterworks. 

Cumwhitton  Water. 

Towards  the  end  of  1925  the  Council  decided  that  a grant  in  aid 
from  the  Unemployment  Grants  Committee,  to  proceed  with  a com- 
prehensive scheme  of  water  supply  for  the  parish  of  Cumwhitton,  should 
be  applied  for,  and  this  work  will  be  completed  in  1926. 

Sewerage. 

Several  sewers  have  been  laid  in  the  vicinity  of  Brampton  Town  to 
meet  the  needs  of  new  buildings  recently  constructed. 

Refuse  Disposal. 

Systems  of  household  refuse  removal  have  been  inaugurated  for  the 
villages  of  Walton,  Hayton  and  Corby  Hill,  refuse  tips  having  been 
provided  in  each  case. 
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Isolation  Hospital. 

Provisional  Arrangements  have  been  agreed  upon  by  the  Rural 
District  Councils  of  Brampton,  Haltwhistle,  Alston  and  Longtown, 
whereby  the  Isolation  Hospital  of  the  last  named  Authority  will  become 
available  for  the  Authorities  mentioned  under  a Joint  Hospitals  Board. 
The  securing  of  a provisional  order  is  yet  necessary  to  put  the  recom- 
mendations into  effect. 

Inspection  and  Supervision  of  Food. 

Milk  Supply. 

The  milk  generally  is  of  fair  quality,  but  I am  afraid  the  percentage 
of  butter  fat,  though  perhaps  up  to  the  low  standard  allowed  by  law,  is  in 
some  cases  not  equal  to  the  percentage  as  it  comes  from  the  cow. 
Sufficient  care,  too,  is  often  not  taken  to  ensure  that  the  udder  and  teats 
of  the  cows  and  the  hands  of  the  milkers  are  clean,  the  result  being  that 
although  the  milk  is  strained  it  is  not  free  from  foreign  particles. 

One  case  of  Tuberculous  milk  was  detected,  the  sale  of  the  milk  being 
stopped  until  the  herd  had  been  examined  by  a veterinary  surgeon  and 
the  affected  animals  removed. 

One  licence  is  in  force  for  the  sale  of  milk  under  special  designation, 
viz: — certified  milk,  that  is,  milk  which  is  free  from  tubercle  and  above 
suspicion  with  regard  to  cleanliness. 

There  was  no  refusal  or  revocation  of  registration  of  retailers  or  of 
licences  of  graded  milk. 

Public  Health  (Meat)  Regulations,  1924. 

The  Sanitary  Inspector  carries  out  the  duties  of  inspector  under  the 
regulations.  Regular  hours  of  slaughter  notified  are  generally  observed 
in  the  various  slaughter  houses,  and  notices  of  slaughter  have  been  given 
for  other  times. 

The  inspection  of  carcases  by  a Veterinary  Surgeon  has  been 
arranged  for  in  cases  where  the  Sanitary  Inspector  has  reason  to  suspect 
unsound  carcases. 

Sufficient  care  is  not  taken  to  prevent  flies  settling  on  meat  when 
hanging  in  open  shops  or  stalls,  etc.  Dust,  too,  of  all  kinds  may  be 
blown  from  the  streets  on  to  the  meat.  Muslin  ought  to  be  used  to 
prevent  this. 

Butchers  in  the  district  are  insured  against  unsound  meat  by  a 
small  payment  to  the  markets  where  animals  are  purchased.  It  has 
been  found  that  they  voluntarily  notify  unsound  meat. 

Slaughter  Houses. 

1920  Jan.  1925  Dec.  1925 


Registered  3 ...  3 ...  3 

Licensed 5 ...  5 ...  4 


It  was  found  necessary  to  suspend  the  licence  of  a slaughter  house 
at  Gilsland  owing  to  non  compliance  with  the  regulations. 

The  sanitary  condition  of  Bakehouses,  etc.,  appears  to  be  satis- 
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Prevalence  of  and  Control  over  Infectious 

Diseases. 


There  has  been  a number  of  cases  of  Scarlet  Fever  since  1920  of  a 
mild  type,  with  3 deaths.  Owing  to  the  mildness  of  so  many  of  the 
cases  numbers  have  not  been  recognised,  thus  tending  to  make  the 
epidemic  widespread.  Now  that  arrangements  have  been  entered  into 
to  make  use  of  Longtown  Isolation  Hospital,  it  is  hoped  that  by  efficient 
isolation  the  number  of  cases  in  the  future  will  be  much  less.  No  use 
has  yet  been  made  of  the  Dick  test  in  Scarlet  Fever. 


Diphtheria. 

During  the  last  two  years  there  have  been  11  cases  with  3 deaths. 
Antitoxin  is  not  supplied  by  the  Sanitary  Authority,  but  is  used 
promptly  in  all  cases  as  soon  as  the  disease  is  recognised.  No  use  has 
been  made  of  the  Schick  test,  nor  has  artificial  immunization  been 
attempted. 

In  all  doubtful  cases  throat  swabs  are  sent  to  the  Clinical  Research 
Association  for  examination  and  report.  At  the  termination  of  the  case 
the  premises  are  disinfected  by  your  Sanitary  staff. 

No  primary  vaccinations  nor  re- vaccinations  have  been  performed 
by  the  M.O  H.  under  the  Public  Health  (Small-pox  Prevention) 
Regulations,  1917.  There  have  been  no  cases  of  Small  pox  in  Cumber- 
land. 

There  have  been  31  deaths  from  Influenza  since  1920. 


Notifiable  Diseases  (other  than  Tuberculosis) 
during  the  Year,  1925. 


Disease. 

Total  Cases 
Notified. 

Cases 

admitted  to 
Hospital. 

Total 

Deaths. 

Small-pox 

Scarlet  Fever  ... 

30 

5 

1 

Diphtheria  ...  

8 

0 

3 

Enteric  Fever  (including  Paratyphoid) 

— 

— 

— 

Puerperal  Fever 

— 

— 

— 

Pneumonia  

0 

0 

7 

Other  diseases  generally  notifiable  : 

Erysipelas  

1 

0 

1 

Other  diseases  notifiable  locally 
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Tuberculosis. 

New  Cases  and  Mortality  during  1925. 


Public  Health  (Prevention  of  Tuberculosis)  Regulations,  1925. 

No  action  has  been  taken. 

Public  Health  Act,  1925  (Section.  62). 

No  action  has  been  taken. 


JAMES  ARNOTT,  M.D., 

Medical  Officer  of  Health. 


TABLE  I. 

Causes  of  Deatli  in  Brampton  Rural  District,  1925. 


C.\usEs  OK  Death. 

Males. 

Females. 

(Civilians  only). 

All  Causes 

60 

51 

1 

Enteric  fever 

2 

Small-pox 

3 

Measles  ... 

1 

... 

4 

Scarlet  fever 

1 

5 

Whooping  cough  ... 

1 

..  . 

6 

Diphtheria 

1 

2 

7 

Influenza 

5 

5 

8 

Encephalitis  lethargica 

9 

Meningococcal  meningitis  ... 

10 

Tuberculosis  of  respiratory  system  . 

4 

i 

11 

Other  tuberculous  diseases 

. . . 

12 

Cancer,  malignant  disease  ... 

io 

7 

13 

Rheumatic  fever  ... 

14 

Diabetes 

... 

15 

Cerebral  haemorrhage,  &c.  ... 

5 

8 

16 

Heart  disease 

8 

7 

17 

Arterio-sclerosis 

4 

1 

18 

Bronchitis 

4 

2 

19 

Pneumonia  (all  forms) 

2 

5 

20 

Other  respiratory  diseases 

2 

1 

21 

Ulcer  of  stomach  or  duodenum 

22 

Diarrhoea,  &c.  (under  2 years) 

23 

Appendicitis  and  typhlitis 

24 

Cirrliosis  of  liver  ... 

• , , 

25 

Acute  and  chronic  nephritis 

1 

26 

Puerperal  sepsis  ... 

27 

Other  accidents  and  diseases  of  pregnancy 
and  parturition 

1 

28 

Congenital  debility  and  malformation, 
premature  birth 

1 

1 

29 

Suicide 

1 

30 

Other  deaths  from  violence  ...  ' ... 

2 

0 

31 

Other  tleHned  diseases 

7 

9 

32 

Causes  ill-defined  or  unknown 

1 

Special  Causes  (included  above) 

Poliomyelitis 

Polioenceiihalitis  ... 

Deaths  of  Infants  under  1 year — Total  ... 

2 

2 

Illegitimate 

... 

lotal  Births  ... 

78 

71 

Legitimate 

74 

63 

Illegitimate 

4 

8 

Population  for  Births  and  Deaths 

8,103 

i 


{ 

/t 

f 

i 

i 

f 

; 

% 


i 

A 

i 

% 

\ 


\ 

•t 


